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UNCLASSIFIED 

PAGE 01 TEHRAN 00358 131019Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO AGRE-00 LAB-04 HEW-06 HUD-02 DOTE-OO 
TRSE-00 AID-05 COME-OO NAS-01 NSF-02 OPIC-06 FAA-00 
ERDA-07 NSC-05 EB-07 OES-06 SS-15 /077 W 

131025Z 027915/17 

R 130853Z JAN 77 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 831 

UNCLAS EHRAN 0358 

E.O. 11652: N/A 

TAGS: USIRJC IR 

SUB J : HOSPITAL PERSONNEL 

1 . DR. MOZYIENI, RECENTLY APPOINTED DIRECTOR OF NEW 
500-BED DARROUS HOSPITAL (COMPLETION SCHEDULED 9/77) 

IS CONSIDERING RECRUITING AMERICAN STAFF AND HAS 
REQUESTED EMBASSY ASSISTANCE IN OBTAINING INFORMATION 
ON FOLLOWING: 

A) APPROXIMATE U.S. SALARY AND SOURCE(S) TO 
CONTACT FOR TECHNICIAN TO TRAIN IRANIAN PERSONNEL 

IN OPERATION AND MAINTENANCE OF HEART-LUNG MACHINE. 

EQUIPMENT IN QUESTION MANUFACTURED BY SARNS CORP. 

OF ANN ARBOR, AND PERHAPS MANUFACTURER ABLE TO 
SUPPLY TECHNICIAN ON REIMBURSABLE BASIS FOR 6-12 
MONTH PERIOD. 

B) U.S. SALARY AND SOURCE(S) TO CONTACT FOR 
CARDIAC CATHODE LAB TECHNICIAN. 

C) APPROXIMATE U.S. SALARY FOR NURSES AT DEPARTMENT 
SUPERVISOR LEVEL. 

2. WOULD APPRECIATE RESPONSE TO ABOVE BY 
JANUARY 25. 
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